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Philadelphia, Free Library of Philadelphia, Rare Book Department, Lewis E M 001:05 
Description: 3 cuttings - Not bound. - John Frederick Lewis, Philadelphia. - Faye and Bond, p. 455 

Notes: -Mounted in mat frame. 

Number of Parts: 1 - Number of Images Available: 2 

Direct Link: http://ds.lib.berkeley.edu/LewisEMO0105 4 

Language: Latin Country: Italy Century: 15th 


Part 1: three cuttings 
Description: - Parchment - 39-41 x 46 mm 


Country: Italy Cardinal point: 

Region: City: 

Assigned Date: s. XV Searchable Date Range: 1400 - 
1499 

Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: ; 


Script: Gothic 
Other Decoration: 3 illuminated initials 
Notes: Latin 


Acknowledgments: - Localization determined by Dr. Alois Hardinger, August 12, 
1996. 


Number of Texts: 1 


Text 1: three cuttings 

Title: Breviary 

Language(s): Latin 

Notes: Reverse sides of E M 1a and E M 1b contain antiphon texts for undertermined parts of the Office. E M 1c 
contains text from Psalm 118:161-169. 

Status of text: fragment 


front Initials E, D, and D 
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